MEMBERS' QUERIES 


QM/H_Q0380.01 

ITER DAVE HILL says he is surprised that Q0380.01 QM/H 
is not identified in The New Illustrated Catalogue. 
All the copies he has seen are postmarked Sutton, 
Surrey yet the catalogue says some copies are 
known postmarked Bolton as well as Croydon. How 
many postmarked Bolton? 


He has a Hospitals Yearbook for 1960 which shows 
Queen Mary's Hospitals at Sidcup (Kent); Roehampton 
(Putney/Wandsworth); and one for children at 
Carshalton (Surrey). This last would probably get Sutton pmks but 
Dave asks if anyone has access to a yearbook from 197 5 to confirm 
this as his perfins are postmarked 1975. 





(From Editor:- The New Illustrated Catalogue gives the date of use 
for this perfin as 1972-1977. My two covers for Queen Mary's 
Hospital for Children, Carshalton, Surrey bear the following 
perfins. A KEVII ‘4d, postmarked Carshalton July 12th 1911 with 
perfin MAB (M0090.01). A KGV ‘4d, postmarked Carshalton Mar-22-13 
with perfin MA/B (M0100.01). Both perfins identified in Tomkins 
with the METROPOLITAN ASYLUMS BOARD. Whether this much earlier 
use of perfins by The Queen Mary's Hospital for Children has any 
relevance to Dave's query, I leave that to him.) 


